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LONDON. 


ECONOMICAL STEAM POWER GUARANTEED. 


Compound Condensing Engines. —Compound Engines have of late years been largely employed. 
When properly designed and thoroughly well made they work with great economy. But a bad Com¬ 
pound Engine may be much more wasteful than an ordinary Engine. We undertake the erection of 
either Vertical or Horizontal Compound Engines of any power, under a strict guarantee as to fuel 
consumption. 

Winding Engines. —Our Portable Winding Engines are very convenient for light winding and 
sinking, as the whole arrangement can be moved to another site* 

For larger Mines and Collieries our Vertical or Horizontal Pumping Engines are recommended. 

Blowing Engines. —Our Compound Blowing Engines are guaranteed to bum about half the usual 
quantity of fuel. As Ventilating Engines, our Patent Horizontal Engines are admirably adapted, and 
are coupled direct to the Fan Shaft We have also a special type of Air-Compressing Engine. 

Rolling Mill Engines. —Reversing Engines are generally displacing the old and dangerous 
Engines with Fly Wheels and Clutches. Plans and Estimates for Engines of any power on application. 

Launch and Yacht Engines. —Light High-Pressure Engines, with or without Boilers, Pro¬ 
pellers, &c., for either Paddle or Screw Yachts, Compound Engines, Special Engines for Racing 
Launches, and Engines and Boilers for Barges or Tug Boats, &c. 

“Examples of Engines, Boilers, and Steam Machinery.”— Our complete Catalogue and 
Price List, quarto size. Post free, it. 

“ Useful Information on Steam Power.” —Intended as a Guide to the choice of a suitable 
Steam Engine, and the attainment of Economical Steam Power. By Henry Northcott, C.E. 5th 
edition. Post free, it. 
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COMBINED ENGINES AND BOILERS. 


These Engines are the Patent “Express” Engines shown on page 340. 
The Vertical Boilers are of extra quality, and proved to double the working 
pressure before delivery.. The combined arrangement is complete, and 
ready to be set to work on delivery. 

The Price includes Engine, with feed pump, stop valve, governor, &c .; 
Vertical Boiler and all usual fittings; bed plate, with draught regulator, 
&c., and all connecting pipes. 


Nominal Horse-power 

Indicated Horse-power 
steam . 


2 

3 

5 

7 

9 

12 


} 

5 


13* 

19 

25 

V- 

. £80 

£100 

£120 

£HS 

^180 

£220 

% 



. NORTHCOTT’S PATENT FEED-WATER HEATER 

Saves 15 per cent Fuel, reduces the wear and tear of the Boiler, and lessens priming. It is simple, 
inexpensive, easily applied, and its cost is repaid in a few months. 



PATENT VALVELESS ENGINES. 

Although these Engines are free from all kinds of complications, they work expansively and with 
greater economy than any Engine of the same price made. Their extreme simplicity and non¬ 
liability to get out of order render them particularly suitable for export About 1000 Engines are 
in use, varying in size from 1 to 200 horse-power. 



N.B.—The indicated Horse-power is from two to three times the nominal, according to the pressure 

of steam used. 
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BOILERS. 
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00^3STISK BOILEBS. 



The Price includes Boiler, with manhole and mudhole covers, fire bars, bearers and dead-plate, 
fire door and frame, anti-priming pipe or steam dome, safety valve, water gauge, try cocks, pressure 
gauge, &c. Each Boiler is tested by hydraulic pressure before delivery. 


Nominal Horse-power 

4 

6 

8 

10 

12 

16 

20 

25 

30 

40 

Price, with fittings .. 

£60 

£*> 

£100 

£"5 

[ 

£I 3 S 

£170 

£205 

£250 

£ 

£ 


For particulars of Cornish Boilers suitable for 70 lb. pressure, and with conical circulating tubes 
in the flues, see The General Engine and Boiler Company’s Catalogue. 


VERTICAL BOILERS WITH CROSS TUBES. 


The price includes Boiler, with cross tubes in flue, fire door, fire bars, safety valve, pressure 
gauge, water gauge, try cock, blow-off tube, check valve, &c. 


Nominal Horse-power 

1 

2 

3 

4 I 5 

6 

8 

IO 

12 

*4 

Price. 

£ 

£ 

£ 

£ £ 

£ 

£ 

£ 

£ 

£ 


For full particulars of these Boilers, and also of a very superior class of Vertical Boiler for highest 
pressures, see pages 27 and 28 of Complete Catalogue. 


MULTITUBULAR BOILERS. 

Vertical, Multitubular, and Horizontal Multitubular Boilers of ordinary construction, and also 
of our A 1 class, are fully described and illustrated on pages 25, 26, 31, and 32 of Complete 
Catalogue. Prices on application. 

NORTHCOTT’S PATENT HIGH-PRESSURE BOILER, 


Designed especially for pressures of from 60 to 200 lb. per inch, combines the simplicity of the 
Cornish and the compactness of the Multitubular Boiler, with a greater degree of safety and a higher 
evaporative efficiency than is possessed by any steam generator yet introduced. 


Nominal Horse-power 

6 ' 

8 

10 

12 

l 6 20 

25 

30 

40 

50 

60 75 

100 

Price . 

£90 

£no 

j £ i 3 ° 

£ 15 ° 

£190 £22S 

£270 

£3*5 

1 

£4*° 

■£5°5 

£600 \£ 

1 

£ 


The General Engine and Boiler Company, under suitable conditions, guarantee the highest 
practicable evaporative efficiency. 
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